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NJar  niivsioii  San  Juan  dc  Cauistrano  is,  still  well  preserved  and 
used  to  some  extent,  the  aqueauct  constructed  by  the  Monks  to 
convey  water  Irom  the  San  Antonio  River  for  irrigating  their 
fruitful  gardens.  This  is  perhaps  the  oldest  irrigation  system  in 
the  United  States. 


474S4 


THIS   SPACE  FOR  WRITING 


PLACE 
STAMP  HERE 


POST  CARD 


THIS  SIDE  IS  FOR  THE  ADDRESS 


